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MINISTRY OF HOME AFFAIRS 


iVety Delhi, the 29th November 1962 


NOTI^OATIOT 


No. 21/28/62-Delhi-II. —In exercise of the powers conferred by section 
181 of the Delhi Municipal Corporation Act, 1957 (66 of 1957). the 
Central Government hereby exempts all goods brought for display in 
the Exhibition of Scientific Instruments to be held at Vigyan Bhavan, 
New Delhi, from 2nd December to 8th December, 1962, to be organised 
on the occasion of the XIXTH International Congress of Ophthalmology, 
from the payment of terminal tax imposed by the said Act, provided 
that each consignment of such goods is accompanied by a certificate 
from Shri M. N. Razdan, Exhibition Secretary, 6 Alipore Road, Delhi, 
m the form prescribed by the Delhi Terminal Tax Agency to the effect 
that none of the goods will be sold, or retained in, or transferred to any 
other person in, the Union territory of Delhi without the prior approval 
of the Terminal Tax Officer. 


A. V. VENKATASUBBAN, Dy. Secy, 
to the Govt, of India. 




















